To:  Rodin,  Jeffry[Rodin. Jeffry@epa.gov] 

From:  Heister,  Dan 

Sent:  Tue  8/1 1/2015  6:56:19  PM 

Subject:  RE:  Going  to  the  Gold  King  response  in  NM  as  backup  need  PDO  swap  8/17-22  (M-Th) 


Check  that  Angie  has  the  phones  until  0630  on  Monday. 


From:  Rodin,  Jeffry 

Sent:  Tuesday,  August  11,  2015  11:35  AM 
To:  Heister,  Dan 

Subject:  RE:  Going  to  the  Gold  King  response  in  NM  as  backup  need  PDO  swap  8/17-22  (M- 
Th) 


Hi  Dan, 

Do  you  still  need  possible  PDO  help. 


I am  confused  on  dates. 

Do  you  need  whole  week  Aug  14-21? 

Or  just  Mon  0 Thur  8/17-moming  of  8/21  ?????? 


From:  Heister,  Dan 

Sent:  Monday,  August  10,  2015  7:32  AM 
To:  Terada,  Calvin 

Cc:  Adams,  Wendy;  Zavala,  Angie;  Becker,  Dale;  Rees,  David;  Livemian,  Earl;  Garcia,  Leticia; 
Weigel,  Greg;  Fowlow,  Jeffrey;  Rodin,  Jeffry;  Johnson,  Jennifer  S.;  Clark,  Josie;  Parker,  Kathy; 
Kumar,  Nilesh;  Leefers,  Kristin;  MacDonald,  Jennifer;  Combes,  Marcia;  Can-,  Matt;  Boykin, 
Michael;  Sibley,  Michael;  Jamison,  Myraa;  Knowles,  Nicholas;  Franklin,  Richard;  Whittier, 
Robert;  Smith,  Sharon;  Stanfield,  Brooks 

Subject:  Going  to  the  Gold  King  response  in  NM  as  backup  need  PDO  swap  8/17-22  (M-Th) 


Sitting  at  PDX  now  to  go  to  NM  for  2 weeks.  Should  be  lovely  especially  since  the  spill 
estimate  went  from  1 to  3 million  gallons  this  AM  and  the  NM  governor  called  EPA 
"disgraceful"  on  the  CBS  evening  news  last  night.  Please  look  at  your  schedule  and  swap  if  you 
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can.  Thanks 


Sent  from  my  iPhone 

On  Aug  6,  2015,  at  1:28  PM,  Terada,  Calvin  <Terada.Calvin@cpa.gov>  wrote: 


Folks  (mostly  OSCsk 


Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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